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CONVERTERS!) 


3.0L 24-Valve, Engine Performance Circuits (3 of 3) 














SYSTEM WIRING DIAGRAMS 
Selected Block (p. 2) 

1997 Ford Taurus 
For http://www.mitchell.narod.ru/ 
Copyright© 1997 Mitchell International 
Friday, March 02, 2001 09:15PM 


HOT IN START OR RUN HOT AT ALL TIMES HOT AT ALL TIMES HOT AT ALLTIMES HOT AT ALLTIMES 
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EVAPORATIVE 
EMISSION (EVAP) 
CANKTER PURGE 
VALVE 

(RIGHT REAR OF 
ENG COMPT, 
MOUNTED ON COWL) 
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(DASH PANEL HARNESS. 

NEAR BREAKOUT TO 
42-PIN BLACK COHN 
IN LEFT SIDE OF ENG 
ABOVE TRANSAXLE) 

(ENGINE HARNESS, 
NEAR BREAKOUT^ 
TO CRANKSHAFT 
POSITION SENSOR) 



TRANSMISSION 
RANGE SENSOR 
(TOP OF TRANSAXLE) 


NEAR BREAKOUT 
TO SPEED CONTROL 
MODULE OR SPEED 
CONTROL JUMPER1 


(ENGINE HARNESS. 
NEAR BREAKOUT 
TO ENGINE OIL 
PRESSURE SWfTCH) 


—T^Vi H02S11 l Hi 
-Cl H02S21 f C ‘ 

95,1 ' 



HEATED OXYGEN 
SENSOR Jtll 
(REAR OF ENG 
COMPT, ON 
EXHAUST 
MANIFOLD) 



,_ (ENGINE HARNESS, 
NEAR BREAKOUT 
TO FUEL INJ #&) 


HEATED OXYGEN 
SENSOR #21 
(FRONT OF ENG 
COMPT, ON 
EXHAUST 
MANIFOLD) 


3.0L Flex Fuel, Engine Performance Circuits (3 of 3) 


POWERTRAIN CONTROL 
MODULE (PCM) 
(RIGHT REAR CORNER 
OF ENG COMPT. 
MOUNTED IN COWL) 















